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Newly Revised 
DISCRETE SEMICONDUCTOR 
DATABOOK CD ROM 

Central Semiconductor Corp. manufactures a 
broad range of Surface Mount small signal 
transistors, diodes, rectifiers, MOSFETs, and 
thyristors. This newly revised CD ROM provides; 
detailed datasheets, selection guide, cross 
reference, surface mount package specifications, — 
and Chip Process datasheets with typical 
electrical data curves. 
Central Semiconductor Corp. 

145 Adams Avenue • Hauppauge, New York 1 1788 USA 

631.435.1110 • Fax: 631.435.1824 

Email: salesinquiry@centralsemi.com 

Web: www.centralsemi.com/request/literature.aspx 




BEI INDUSTRIAL ENCODERS 
FOR DUMMIES 

Specify and install encoders like a pro with this 
complimentary guide. Find out how encoders 
work, what makes a quality encoder, and what 
environmental and electrical concerns to assess 
before they become an issue in your system. 
Call 1-800-ENCODER or visit our website at 
www.beiied.com/dummies. 
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VISIT MILL-MAX'S DESIGN GUIDE 
ONLINE 

Search • Download individual product drawings 
and specs; 

Browse • 237 pages of standard offerings avail- 
able with traditional platings, as well as RoHs 
compliant platings; 

Create • Design in Mill-Max products from 
choices of standard and application specific parts 
For our new Design Guide and to see new 
products, go to www.mill-max.com/design 
Response Code: EDN567 
Mill-Max 

190 Pine Hollow Road 
Oyster Bay, NY 11771 
Web: www.mill-max.com 




POWER DISTRIBUTION AND 
REMOTE MANAGEMENT 

Pulizzi manufactures power distribution units 
for rack mount electronic enclosures that 
provide Circuit Breaker Protection, EMI/RFI 
Filtering, Spike/Surge Protection, Remote Power 
On/Off, Remote Reboot, (EPO) Emergency 
Power Off, Redundant Power, Sequential 
Power Up/Down. Domestic and international 
configurations for OEMs and system integrators 
are available. Agency approved systems. 
ISO 9001:2000 Certified. 

Pulizzi Engineering, Inc. 

Tel: (800) 870-2248 • Fax: (605) 334-4999 

sales@pulizzi.com 

www.pulizzi.com 




KEITH LEY INTRODUCES MEASUREMENT 
HOW-TO LIBRARY CD 

The Simplified Test Toolkit is an interactive 
tutorial CD that offers a collection of technical 
seminars and presentations to help test engineers 
create powerful, effective, and simple test and 
measurement applications. Topics include: 

• Software-defined radio architecture 

• WLR testing 

• Nanoscale measurements 

• On-board test sequencing 

• Keithley's SourceMeter® instruments, semiconductor characterization 
systems, pulse/pattern generators, and RF instrumentation 

Request a free copy of the CD at http://www.keithley.com/at/455. 
Keithley Instruments, Inc. 

Cleveland, OH 44139 • Tel: 800-588-9238 • www.keithley.com 
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For more information on how to 
place your ad in this section 
please contact: 

BARBARA COUCHOIS 

T: 781-734-8405 

E-mail: barbara. couchois@reedbusiness. com 



FREE TIPS AND TECHNIQUES FOR 
INTEGRATED SWITCHING CD 

Keithley's new "Tips and Techniques for 
Integrated Switching" CD offers insights 
system builders can use to achieve maximum 
flexibility when designing, configuring, and 
integrating switching into a contemporary 
test system. The CD includes tips for switch 
system optimization, information on 
Keithley's switching hardware, and a glossary of switching 
terminology. Request your FREE copy at: www.keithley.com/at/506 
or call 1-888-KE1THLEY (588-9238) in the U.S. today. 
Keithley Instruments, Inc. 
Cleveland, OH 44139 
Tel: 800-588-9238 
www.keithley.com 




PANASONIC BATTERIES 
SHORT FORM CATALOG 

Panasonic's broad line of battery sizes and chem- 
istries is condensed for review in this 14-page, 
4-color digital catalog. Batteries covered include 
Lithium Ion, NIMH, Valve Regulated Lead Acid, 
Lithium Rechargeable and Primary Coin, Lithium 
Primary Cylindrical, Alkaline, and Carbon Zinc. 
Easy-to-use tables give technical specifications for 
model numbers. 

Panasonic Industrial Company, OEM Batteries Group 

Toll Free: 1-877-PANABAT (1-877-726-2228) 

oembatteries@us.panasonic.com 

www.panasonic.com/batteries 
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To Place a Product Mart 

ad in EDN Magazine 

Barbara Couchois 

for rates and further 
information. 

Tel: 781-734-8405 
E-mail: barbara. couchois® 
reedbusiness.com 



RELEASE//21, EMULATION 
TECHNOLOGY'S NEW CATALOG 

ET's new easy to use, full-line catalog provides 
engineers and test managers the means to quickly 
solve problems and get back on track. The cat- 
alog compliments ET's online store, providing 
engineers with the solutions they need. 
Order your copy: 
www.emulation.com/02 1 
DESIGN. CONNECT. DELIVER. 
Emulation Technology, Inc. 
2344 Walsh Avenue 
Building F Santa Clara, CA 95051 
1-800-232-7837 
www.emulation.com 
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